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ACTION FBO-01 

INFO OCT-01 NEA-05 ISO-OO SY-10 ABF-01 /018W 

013351 

R 161335Z NOV 73 
FM AMCONSUL JERUSALEM 
TO SECSTATE WASHDC 4704 
INFO AMEMBASSY ATHENS 
AMEMBASSY BEIRUT 
AMEMBASSY TEL AIVIV 


LIMITED OFFICIAL USE JERUSALEM 1322 

E.O. 11652: N/A 
TAGS: ABLD, ASEC 

SUB J : JERUSALEM SECURITY IMPROVEMENTS 
REF: 6FAM730 

1. UNDERSTAND FBO WOULD LIKE REQUEST IN ACCORDANCE 6 FAM 730 

FOR PHYSICAL SECURITY PROJECTS RECOMMENDED FOR AMCONGEN JERUSALEM. 
FOLLOWING IS OUR RESPONSE, PREPARED IN COORDINATION WITH 
EMBASSY TEL AVIV. 

2. BEGINNING SEPTEMBER 1972 ADDITIONAL SECURITY REQUIREMENTS OF 
CONGEN JERUSALEM WERE DISCUSSED WITH TSO BEIRUT AND RSO ATHENS. 
RESULTING RECOMMENDATIONS LBERE FORWARDED TO DEPARTMENT IN 
JERUSALEM'S 717 DATED SEPT 26, 1972. APPROVAL OF RSO ATHENS 

AND TSO BEIRUT CONTAINED IN ATHENS 5465 OF SEPT 26, 1972 AND 
BEIRUT 10332 OF SEPT 27, 1972. VARIOUS OTHER COMMUNICATIONS 
CONCERNING IMPROVEMENTS HAVE BEEN EXCHANGED WITH RESPONSIBLE 
SECURITY OFFICERS IN FIELD AND DEPT AND SHOULD BE AVAILABLE TO 
FBO FROM NEA/EX OR SY IF REQUIRED FOR ADDITIONAL BACKGROUND. 

3. TEL AVIV'S 4049 OF MAY 23, 1973 REQUESTED FUNDS ($10,000) 

TO IMPLEMENT SECURITY RECOMMENDALYONS AS APPROVED BY RSO ATHENS 
AND TSO BEIRUT. JERUSALEM'S 941 OF AUG 30, 1973 PROVIDED 
BREAKDOWN OF COSTS AND AMENDED TOTAL ESTIMATE TO $10,930. 
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4. SEPARATE REQUEST TO FBO IN ACCORDANCE 6 FAM 730 NOT PRE- 
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VIOUSLY SUBMITTED SINCE POST ASSUMED FBO FULLY INFORMED ON BASIS 
ABOVE-CITED COMMUNICATIONS TO DEPT, WHICH IT IS BELIEVED 
PROVIDE ALL DETAIKS FBO REQUIRES. THERE ARE NO STRUCTURAL OR 
ARCHITECTURAL CHANGES TO BUILDINGS ENVISIONED. ADDITIONAL 
LIGHTING EQUIPMENT IS TO BE INSTALLED ON GROUNDS, AND MECHANICAL 
OPENING/CLOSING DEVICE ON COMPOUND GATE. INCREASE IN ELECTRICITY 
CONSUMPTION COULD BE ANTICIPATED ONCE EQUIPMENT INSTALLED. 

5. IF AFTER STUDYING DEPT FILE ON SUBJECT FBO REQUIRES ADDI- 
TIONAL INFORMATION TO MEET REQUIREMENTS OF 6 FAM 730, PLEASE 
FORWARD SPECIFIC INQUIRY. 
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